
Sanitized Copy Approved for Release 2011/02/23 : CIA-RDP80-00809A000600020109-5 




Sanitized Copy Approved for Release 201 1/02/23 : CIA-RDP80-00809A000600020109-5 

50X1 -HUM 

secket/securiti INPORMATION 


50X1 -HUM 


snvall &i.'ui3 sJBHiunitJion 
and others. •Th e deoot vas very strictly 
supplies there I ^ 


there were artillery supplies ^ shells^ mines , 
The She lls stored there vere 57nim, Sjimn, 76inin, lOOmm 
larded. There may have teen other military 
The depot was used by the Germans before and 


during World War II. 
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